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battalions were separated fioni the 12th Regi-
ment, which was in possession of the watercourse,
and that not a shot had been fired by the 12th.

It afterwards appeared that Lieutenant-Colonel
Oliver's battalion of Sepoys getting into confu-
sion., paid no regard to orders, and that Major
Campbell, who commanded,, was killed, while en-
deavouring to rally them. Colonel Shawe was then
present with that battalion, having gone in search
of it, and found it in this confused situation,
firing in every direction, but refusing to come
forward. Colonel Shawe, with the utmost diffi-
culty and danger, at last found his way back to
his own regiment.

The other Sepoy battalion, commanded by
Lieutenant-Colonel Campbell, had moved more
forward to a part of the same watercourse; the
fire of the enemy coming thick upon them, they
fell back on the left of the 12th Regiment, and
there remained, by Colonel Shawe's orders, until
day-light, sheltered under the mud walls near to
the 12th Regiment.

Colonel Wellesley entered the Tope with the
flank companies of the 33rd Regiment, supported
by the battalion companies under Major Shee.
He was immediately assailed by a hot fire in front
and flank from the enemy, and in the unevenness
of the ground and the darkness of the night, the
advanced party was separated from the regiment,
Lieutenant Fitzgerald and several of the men